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SUBJECT: //UK SIGNAL GENERATOR TO POLAND IL 1529 

REF: A. COCOM DOC. (75)2423 
B. STATE 289435 

1. UKDEL RESPONDED TO QUESTIONS POSED REFTEL B AS FOL- 
LOWS: 


"THE GENERATOR IS NEEDED TO TEST THE CONSISTENCY CF 
END USERS PRODUCTS WHICH ARE RADIO SUB-ASSEMBLIES. 
THEY WILL ALSO BE USED IN TESTING THE CONSIS- 
TENCY OF QUARTZ CRYSTALS USED IN THE RADIO SUB-AS- 
SEMBLIES". 

2. UKDEL STATED THAT HIS AUTHORITIES HAVE OBTAINED 
SIGNED END USER STATEMENT CERTIFYING THAT EQUIPMENT WILL 
NOT BE USED IN ANY WAY FOR MILITARY PURPOSES. HE ALSO 
NOTED THAT SIMILIAR EQUIPMENT HAD BEEN APPROVED ALREADY 
BY COCOM. 

3. ACTION REQUESTED: US VIEWS BY DEC. 30. 
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